Brief comment text:

The ISM band has been a hugely beneficial provision of radio spectrum for DIY hobbyists and developers for decades.  Allowing a company to have carte-blanche use of the spectrum will add to already-saturated frequencies and generate interference for communities that are using the ISM band for experimental and emergency communications.  I personally have been working with my local municipality to set up and maintain emergency communication networks via Meshtastic, an ISM-band based mesh communication project, and a resource that fills several gaps in current emergency comms plans.  Not only am I working with my local city officials, there's plans to deploy similar networks for our critical infrastructure, such as my local hospitals.  There are currently hundreds of extremely-low-power mesh nodes in Oregon alone, able to reliably span over half the state of Oregon.  I know of similar networks in other states and countries, and there are thousands of Meshtastic project users in the US alone.  Allowing NextNav to further pollute the ISM band spectrum will severely impact the Meshtastic project and the user community.  To be clear on why this matters - Meshtastic devices operate on less than 1/4 watt of power, (10-20x less power than a cell phone), and NextNav's infrastructure would operate at much higher levels, effectively drowning out the current mesh traffic.  I fully oppose NextNav's request, as I believe it will negatively impact current ISM-band traffic, will impede developing emergency comms infrastructure, effectively kill a developing communication project, and impact rural and underserved communities most.  Thank you for your time.
